To:  Vandenberg,  John[Vandenberg. John@epa.gov] 

From:  Flowers,  Lynn 

Sent:  Fri  8/14/2015  4:34:37  PM 

Subject:  Re:  Gold  king  site  question  - 

Goofed. 

Sent  from  my  iPhone 

On  Aug  14,  2015,  at  12:33  PM,  Vandenberg,  John  <Vandenberg.John@epa.gov>  wrote: 
? 


— Original  Message — 

From:  Flowers,  Lynn 

Sent:  Friday,  August  14,  2015  12:33  PM 

To:  Vandenberg,  John 

Subject:  Re:  Gold  king  site  question  - 

Vandenberg 

Sent  from  my  iPhone 

On  Aug  14,  2015,  at  12:29  PM,  Vandenberg,  John  <Vandenberg.John@epa.gov>  wrote: 
All  - 


I just  left  a voice  message  for  Wendy  explaining  what  we've  been  asked  to  do  by  Tom  Burke. 


Deliberative  Process/Ex.  5 


John 


— Original  Message- 
From:  Flowers,  Lynn 
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Sent:  Friday,  August  14,  2015  11:18  AM 
To:  Griffin,  Susan 

Cc:  Vandenberg,  John;  Wall,  Dan;  OBrien,  Wendy 
Subject:  Re:  Gold  king  site  question 

Thanks  Susan!!!!  We  are  helping  Tom  Burke  and  couldn't  replicate  arsenic  and  lead....  Good  luck! 
Sent  from  my  iPhone 

On  Aug  14,  2015,  at  10:49  AM,  Griffin,  Susan  <Griffin.Susan@epa.gov>  wrote: 

28%  RBA  for  lead,  24%  for  arsenic  based  on  IVBA  results  at  the  Barker  Hughesville  and  Carpenter 
Snowcreek  sites  in  Montana.  I'm  driving  to  South  Dakota  in  a few  minutes  so  if  you  need  to  reach  me 

please  call  (303)  921-7576 

From:  Vandenberg,  John 

Sent:  Thursday,  August  13,  2015  4:13  PM 

To:  Griffin,  Susan 

Cc:  OBrien,  Wendy;  Flowers,  Lynn 

Subject:  Gold  king  site  question 

HLSj.isaa.and.-We.nrty 

Deliberative  Process/Ex.  5 

Thanks 

John 

Sent  from  my  iPhone 
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